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TO AMEMBASSY GUATEMALA NIACT IMMEDIATE 

UNCLAS STATE 037905 

E.O. 11652: N/A 

TAGS: N/A 

SUBJECT: AIR SHIPMENT DONATED MEDICAL SUPPLIES/EQUIPMENT 
FOR ROOOSEVELT HOSPITAL 

1 . AID/W HAS ARRANGED AIRSHIPMENT 1758 CARTONS 
33,656 LBS. 1500 CU. FT. INTRAVENOUS FLUIDS, PLUS 433 
PIECES 3,584 LBS.,424 CU. FT. SURGICAL GLOVES, 

INTRAVENOUS GIVING SETS SYRINGES NEEDLES AND CATHETERS IN 
SINGLE PAN AMERICAN WORLD AIRWAYS UNIT LOAD DEVICES DAILY 
OVER FIVE OR SIX DAYS COMMENCING WEDNESDAY FEBRUARY 18, 

ON PAA FLIGHT NO. 515 FROM LOS ANGELES. ETA GUATEMALA 
INTERNATIONAL AIRPORT 1610 HOURS LOCAL DAILY. EACH 
CONTAINER HOLDS APPROXIMATELY 344 CU. FT. DONOR AMERICAN 
HOSPITAL SUPPLY CO. WILL DELIVER APPROXIMATELY 400 CU. FT. 

CARGO TO PAN AM LOS ANGELES DAILY. FIRST THIRD AND SUBSE- 
QUENT SHIPMENTS WILL COMPRISE IV FLUID ONLY. SECOND 
SHIPMENT SCHEDULED THURSDAY WILL COMPRISE 433 PIECES 
EQUIPMENT OUTLINED ABOVE HOPEFULLY INTACT NOTWITHSTANDING 
CARGO EXCEEDS CAPACITY SINGLE UNIT LOAD DEVICE. REQUEST 
ACKNOWLEDGEMENT TOTAL NO.PIECES RECEIVED THIS MANNER UNDER 
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PCS IV FLUID AND EQUIPMENT SEPARATELY. 

2. TWELVE CARTONS CONTAINING ONE GROSS 250 ML BOTTLES 
HALOTHANE ANESTHETIC252 LBS, 10 CU. FT. SCHEDULED ARRIVE 
FROM NEW YORK ON PAA FLIGHT 541 ON THURSDAY 19 FEBRUARY 
UNDER PAA AWBL NO. 026-70521216 AND GBL NO. K-0350923. 

DONOR IS HALLOCARBON LABS IN NEW JERSEY. REQUEST CABLE 
ACKNOWLEDGING RECEIPT THIS SHIPMENT ALSO. INGERSOLL 
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